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On  March  31,  1954,  the  Trinity  Congregational  Church,  1125- 
1127  Jackson  Street,  Scranton  4,  Pennsylvania  (Reverend 
Pierson  Penrose  Harris,  Minister)  made  the  following  reso¬ 
lution  : 

RESOLUTION 

on  the  death  of 
Deaconess  Olivia  Reese  Powell 

RESOLVED,  that  in  the  death  of  Olivia  Reese  Powell  on 
May  9th,  1953  Trinity  Congregational  Church  lost  one  of 
its  most  able  and  devoted  Deaconesses.  Her  loyalty  and 
faithfulness  were  an  inspiration  to  her  co-workers. 

Be  it  further  resolved,  that  a  copy  of  this  resolution 
be  presented  to  the  family  and  a  record  made  in  the 
regular  minutes  of  the  Board  of  Deacons. 

Herbert  S.  Jones 
Chairman,  Board  of  Deacons 

Mrs.  John  Perkins 
Chairman,  Board  of  Deaconesses 


Scranton ,  Pennsylvania 
March  31 ,  1954 


(The  copy  of  the  above  resolution  that  was  presented  to  the 
Powell  family  is  owned  by  Walter  Silas  Powell . ) 


